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Do you live in Ghana and want to travel to Dubai? Whether you're traveling for tourism, 
business, or employment, obtaining a Dubai visa is the first step. In this blog, we'll cover 
everything you need to know about the Dubai visa for Ghanaians, including visa fees, 
requirements, the application process involved in making your application, and most asked 
questions. Now let's get started so that planning your trip to Dubai won't be a chore anymore! 


Do Ghanaians Need a Visa to Dubai? 


Yes,Ghanaians can't enter Dubai without a visa. Whether you’re planning a short vacation, 
business trip, or working in Dubai, a visa is required for all Ghanaian passport holders. The 
good news is that applying for a Dubai visa from Ghana is straightforward, and we're here to 
guide you through the process step by step! 


Dubai Visa Requirements for Ghanaians 


Before applying for a Dubai visa from Ghana, it’s important to be aware of the general visa 
requirements. Here are the key documents and details you'll need to gather: 


1. Passport: Valid passport that should remain valid for at least six months from the entry 
date of the applicant into Dubai. 


2. Photographs: Recent passport-sized photos adhering to UAE visa photo guidelines. 

3. Visa Application Form: A completed application form, which you can obtain from the 
Dubai Visa Center or online. 

4. Proof of Accommodation: Evidence of where you will be staying in Dubai, such as a 
hotel booking or an invitation letter from a host. 

5. Travel Itinerary: Details of your travel plans, including round-trip flight bookings. 

6. Financial Proof: Bank statements or proof of funds to demonstrate your ability to 
support yourself during your stay. 

7. Health Insurance: Travel health insurance that covers your duration of stay in Dubai 
may be required. 

8. Additional Documents: Depending on the visa type, you may need extra 
documentation. 


Work visas require extra documents in the form of an employment contract or sponsor's details 
at times. It is always advisable to check with an official Dubai visa service provider for the most 
up-to-date requirements. 


How to Apply for Dubai Visa in Ghana 


The process of applying for a Dubai visa from Ghana is relatively simple, and you can do it 
either through an agent, online, or via the UAE embassy in Ghana. Here’s a quick guide on how 
to apply for a Dubai visa in Ghana: 


Visit Dubai Visa Center website and select your country 

Select the visa type you need 

Complete your Application details like Name, Address, Passport etc. 
Upload Required documents 

Pay the visa fees and get your visa after approval 


After submit the application Track Dubai Visa Status here 
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Receive Your Visa 


Understanding Dubai Visa Fee in Ghana 


One of the most important factors when applying for a Dubai visa is the Dubai visa fee in 
Ghana.Here’s a breakdown of the most common types of Dubai visas and their approximate 
costs for Ghanaian applicants: 

Dubai Transit Visa: $112 USD for 48 hours with single entry and $127 USD for 96 hours with 
single entry. 

Dubai Tourist Visa: $133 USD for 14 days with single entry, $148 USD for 30 days with single 
entry, $344 USD for 30 days with multiple entry, $402 USD for 60 days with single entry, $715 
USD for 60 days with multiple entry. 


Dubai Business Visa: $130 USD for 14 Days Business visa short stay. 


Tourist Visa Tourist Visa Tourist Visa Tourist Visa 
60 Days Dubai Single 60 Days Inside A2A Single 60 Days Dubai = Multiple 30 Days Dubai — Multiple 
Visa Entry Visa Extension Entry Visa Entry Visa Entry 
Processing time Processing time Processing time Processing time 
Validity Validity Validity Validity 
Stay | 60 Days Stay | 60 Days Stay | 60 Days Stay | 30 Days 
Valid | 60 Days Valid | 60 Days Valid | 60 Days Valid | 58 Days 
$ 450 $550 $ 800 $ 430 
Tourist Visa Tourist Visa Tourist Visa 
30 Days Dubai Single 14 Days Dubai Single 30 Days Inside A2A Single 
Visa Entry Visa Entry Visa Extension Entry 
Processing time Processing time Processing time 
Validity Validity Validity 
Stay | 30 Days Stay | 14 Days Stay | 30 Days 
Valid | 58 Days Valid | 58 Days Valid | 30 Days 
$ 150 $ 140 $ 500 


Is Dubai Visa Free for Ghanaians? 


The Dubai visa is not free to Ghanaians. Every passport holder must make an application for a 
Dubai Visa before entering into Dubai country. 


How Long Does It Take to Process a Dubai Visa for Ghanaians? 


The processing time at the Dubai visa application centres in Ghana takes 03-05 working days 
contingent on the type of visa that one requires and the volume of applications. 

In case you feel pressed for time, Dubai Visa provides an urgent Dubai Visa option with an 
additional amount, and the processing times for such a visa could even get you approved within 
just 04 to 24 hours. 


Conclusion 


With the right information, applying for a Dubai visa for Ghana passport holders is a smooth 
process. Now that you know the requirements for a Dubai visa for Ghanaians, the application 
process, visa fees, and other essential details, your dream trip to Dubai, whether for business or 
leisure, is within reach. 

Make sure to double-check all your documents, apply well in advance, and stay updated on any 
changes to the visa rules. Happy travels, and enjoy your time in the spectacular city of Dubai! 
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